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Message Text 


SUBJECT: STUDY OF RADIATION EXPOSURE AT HANFORD 


REF: BONN 05589 


1 . POUCHING TO EMBASSY COPY OF MANCUSO PAPER ENTITLED 
QUOTE RADIATION EXPOSURES OF 'ANFORD WORKERS DYING FROM 
CANCER AND OTHER CAUSES UNQUOTE. 

2. IN RESPONSE TO YOUR TWO QUESTIONS; 

(A) ALLOWABLE OCCUPATIONAL EXPOSURE DURING THE WAR YEARS 
UNTIL 1948 WAS 100 MR/DAY FOR UHOLE BODY PENETRATING 
RADIATION. THE LEVEL WAS THEN REDUCED TO 300 MRAVEEK 
OR 15 R/YEAR UNTIL 1957 WHEN IT WAS FURTHER REDUCED 
TO A NOMINAL 5 R/YEAR. 


(B) DOE REPRESENTATIVES PLAN TO MEET WITH REISSLAND 
AND DOLPHIN WITHIN THE NEXT TWO MONTHS TO DISCUSS 
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POSSIBLE AVAILABILITY OF RAW DATA. VANCE 
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